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INTERIOR,  JESUIT  CHURCH 
NEW  ORLEANS,  LA. 
This  church  of  the  Immaculate  Concep- 
tion known  as  Jesuits  Church  is  situated  in 
the  heart  of  New  Orleans.  It  is  unusual  as  a 
church  edifice  on  account  of  its  moresque 
style  of  architecture.  The  present  church  was 
first  used  December  8,  1930.  It  is  a  replica  of 
the  former  church  on  the  same  site. 
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New  Orleans,  America's  Most  Interesting  City 


